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Change Proposal 


ion, Ho. Dat a 
Gand of tes Caen Part o¢ Lovest Subas [Part No. & Model or type 
Airplane Sextant Instal, 
Title of Proposal: . 


Sextant Lighting Improvement 


RIL R35 FO! 


| Natare of Proposals . 
le Add light to 4)luminate sextant averager dial, 
M 


e “wiring and ‘addition of _potentioneter for intens! ty control of sextant, 
noe lighta, 
36 “ua b result in ‘Aseuance’ of service bulletin kit for ell aircraft. 


ree teen for Proposal ‘s a CT seh. nia :- : oe see 5 
Be. improve readability of sextant averager dial and eliximte necesetty of 
° astng spotlight, . 

a5 . To provide nic: control of es Sanat for ght Aldamtnation of 
" fextant scale readings. : 


| Batimated Gost and a = Tavalved oo 
Additional Funding ar 


Estimated Cost for te or — $15.00 ea, 
Additional Funding Baquired None (SP--1917) 


Itens Affected by Proposals (1) Safety 


(D Mission © Performance 
Effectiveness 
O Operating O Inter. O weight . Tools & 
Procedure changeability Neiene a Bal. p 


Equipment 
O) Maintenance oO Servioe 
Lif 


® Pilots ME&mM (Oona 6 Pacts 
Procedure Manual Manual Catalog 
Est. Man/Hrs, Req'd. to Accomplish Changs in Meld 3 
Source Of Parte For Kit Avadlability : 
LAC : 3 2 weeks after approval of this proposal 
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